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Re: THE ASSASSINATION OF PRESIDENT 

JOHN FITZGERALD KT:NNEDY 



On February 22-23. 1992. a military type commando unit moved into the Dealey Plaza section of downtown 
Dallas, Texas, virtually unnoticed. The unit consisted of JFK a.ssassination researchers, one search and 
recovery team. Navy Seals, underground miners, intelligence officers, safety engineers, special forces mem- 
bers, and armed security guards. 

Tiiis .special unit was commanded by Jack Brazil ofTVIer, Texas. Tlie object of their mission was as follows; 

1. To illustrate the fatal head shot President John Fitzgerald Kennedy suffered originated from the right front 
instead of from the right rear, as originally reponed. 

2. To establish the f.ict that the storm drain closest to the President mea.suring 48" x W x 38” could very well 
support or hide a would-be-assassin. 

.3. To escape Dealey Plaza via tfie underground ilrainage system. 

4. To search for, and collect any material tha’t woulil I'le associated with the assa.ssinaiion of President Kennedy. 

At 12:30 PM on February 22, 1992, exactly 339 months after the death of our President, a firccnickcr was 
iLMiitcd from the storm .sewer in Dealey Plaza. .At that instant, most of the spectators looked at the slockatie 
fence. .Some hystanden: itimed toward the Texas .School Book Depository, while others glanced over at the 
iriple miilcrpass. Not one by.stander noticed the storm .sewer. 
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At iljc rcpon of U»e nrecracker, the would-be-assassin began to crawl liirough die drainage system. lie crawled 
forty-two feet and reached a blockage consisting of bricks and debris. At tins point it began to rain, .so the 

r^ger was retneved before die water began to build up. Tlte venture was postponed until the debris could be 
dislodged Ironi die drainage system. 

Tlic foHowuig morning the project resumed as planned. It took die ranger four minutes to crawl from die nortli 
side of Elm Street to the south side of Elm Street. It took three additional minutes to crawl from the north side 
of Mam Street to the center of Main Street, llie sewer system then cliangcd direction (west) and the remaiiidei 
of die journey was easily accomplished. 

The would-be-assassin traveled anodier twenty-two feet in die 24" system. Tlie drainage system swelled, first 
to 30 . then to 39 . 'When the system reached Industrial Avenue, it emptied into a thirtccn-foot liorse.shoc. Hie 
ranger turned Icit and proceeded south nine hundred feet into a junction box. lie veered right into a nine-foot 
urain, situaicd in a drainage dilch thal emptied iiilo the Trinity River. 

I^is project was a result of five years of research connecting a black limousine with die death of John 
Pitzgerald Keiuiedy. On November 22. 1963. approximately one and one half hours after the assassination, two 
high school students from Ferris, lexas wimessed a police officer stop a limousine which was later confirmed 
to have been approximately 2.440 feet from the motorcade at the time of die assassination. Based on years of 

rcscarch. die facts indicate that diis limousine Iiarbored the gunman and die escape route utilized was through 
the stomi .sewer system. 



llie ranger made die journey dirough die system in fifty-four minutes. In traffic, die limousine could travel 
roni Industrial Boulevard and Reunion to Interstate 45 in Ferris, Texas in approximately 30 minutes, lids 
would place tlic limousine ai a fixed point, leaving a grace period of six minutes. 



A key factor in diis enterpri.se was a statement made by Senator Ralph Yarborough 
motorcade, who said “1 smelled gunpowder^ 



, a pas.scngcr in the 



According to several niadi experts from East Texas, it would be impossible for Senator Yarborough to smell 
gunpowder if die shots originated from the right rear, which is where die 'Fexas School Book Depository is 
ocated. It would also be impossible for a shot to derive from a nineteen-foot elevation, such as the stockade 
lence, situated on die grassy knoll. 



^ the wind was blowing at 13 tn.p.h. due cast, and the motorcade was traveling west, the only possible way 

Senator Yarborough could liave smelled gunpowder would be for his open automobile to have driven directly 
dirough die gunpowder. 



ears of research proves, the only feasible ambush position close enough to die motorcade for an assa.ssin to 

have innicled die horrible explosive damage to President Kennedy’s head was die stonii .sewer. Hie opening 

today III the water inlet is 1 92 .square inches, 'llie opening in the water inlet in 1963 was 384 .square inches, 'llie 

reason for the reduction in visual access is due to the buildup of road material. 

% 

For any additional infonnation conceming diis very important project, please contact one of the following; 
Raymond C. Monjac, Ray Evans, Cecil Woods, Jack Brazil. Vincent D’antoni, Nilo Rivera. Robeita Vigil 
Siraiiahan, or James Conrad by mail at P.O. Box 461, Tyler, Texas 75710, telephone (903) 566-2356. 



